PART I) 


HARYANA GOVT GAZ., JAN . 31, 1967 (MAGHA 11, 1888 SAKA ) 


51 


No. 985-3PWII -66 /269. - Whereas it appears to the Governor of Haryana that 

land is 
• likely to be required to be taken by Government, at the public expenses, for a public purpose , namely, 
for the construction of 220 kV. Tower Line , Sungrur to Hissar, for the Punjab State Electricity Board , 
it is hereby notified that land in the locality described below is likely to be required for the above 
purpose . 

This notification is made under the provisions of section 4 of the Land Acquisition Act, 1894 , 
to all whom it may concern . 

In exercise of the powers conferred by the aforesaid seotion , the Governor of Haryana is pleased to 
authorise the officers of the Punjab State Electricity Board , for the time being engaged in the undertaking 
with their servants and workmen , to enter upon and survey any land in the locality and do all other acts 
required or permitted by that section . 

Further, in exercise of the powers under the said Act , the Governor of Haryana is pleased to direct that 
action under section 17 shall be taken in this case on the grounds of urgency and provisions of sections 5 ( A ) 
will not apply in regard to this acquisition . 

SPECIFICATION 


District 


Tehsil 


Locality 


Area 


Khasra Nos . or 
other description 

of the area 


Tower 
No. 


км 


657 


689 


Hissar 


Hissar 


Barwala 


06 


377 , 378 


12 


8 


No. 985-3PWT1-66 /272.- Whereas it appears to the Governor of Haryana that land is likely to be 
required to be taken by Government, at the public expenses, for a public purpose, nimely, for the construction 
of 220 kV . Tower Line Sangrur to Hissar, for the Punjab State Electricity Board , it is here by notified that ihe 
land in the locality described below is likely to be required for the above purpose. 

This notification is made under the provisions of section 4 of the Land Acquisition Act, 1894 to all 
whom it may concern . 

In exercise of the powers conferred by the aforesaid section , the Governor of Haryana is pleased 
to authorise the officers of the Punjab State Electricity Board , for the time being engaged in the undertaking , 
with their servants and workmen to enter upon and survey any land in the locality and do all other acts 
required or permitted by that section . 

Further in exercise of the powers under the said Act , the Governor of Haryana is pleased to direct 
that action under section 17 shall be taken in this case on the grounds of urgency and provisions of section 
5 ( A ) will not apply in regard to this acquisition . 


SPECIFICATION 


District 


Tehsil 


Locality 


Area 


Tower No. 


Khasra Nos . or other 
description of the 
area 


K 


M 


Hissar 


Hissar 


Sarsod 


09 


393 to 395 


45/12/1 
45/4/17/1 
52/13/1 


No. 49-3 -PWII-67 /278.- Whereas it appears to the Governor of Haryana that land is likely to 
be required to be taken by Government, at the public expenses , for a public purpose, namely , for the construction 
of 220 kV. Tower Line Sangrur to Hissar, for the Punjab State Electricity Board , it is hereby notified that 
the land in the locality described below is likely to be required for the above purpose. 

This nötification is made under the provisions of section 4 of the Land Acquisition Act, 1894, to all 
whom it may concern . 

In exercise of the powers conferred by the aforesaid section , the Governor of Haryana is pleased 
to authorise the officers of the Punjab State Electricity Board for the time being engaged in the under 
taking with their servants and workmen to enter upon and survey any land in the locality and do all 
other acts required or permitted by that section . 
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Further in exercise of the powers under the said Act , the Governor of Haryani is pleased to direct 
that action under section 17 shall be taken in this case on the grounds of urgency and provisions of 
Section 5 ( A ) will not apply in regard to this acquisition 


SPECIFICATION 


District 


Tehsil 


Locality, 


Atea 


Tower No. 


Khasra Nos. or other 
description of the 
area 


K. M. 
0 6 


Hissar 


Hissar 


Barwala 


642 


643 


642 


375 , 376 


9 


7 


25 


No. 49-3-PWII-67/281. - Whereas it appears to the Governor of Haryana that land is likely to be 
required to be taken by Government, at the public expenses, for a public purpose , namely, for the construction 
of 220 k . V. Tower Line Sangrur to Hissar for the Punjab State Electricity Board , it is hereby notified that the 
land in the locality described below is likely to be required for the above purpose. 

This notification is made under the provisions of section 4 of the Land Acquisition Act , 1894, to 
all whom it may concern . 

In exercise of the powers conferred hy the aforesaid section , the Governor of Haryana is 
pleased to authorise the officers of the Punjab State Electricity Board for the time being engaged in the 
undertaking with their servants and workmen to enter upon and survey any land in the locality and do 
all other acts required or permitted by that section . 

Further in exercise of the powers under the said Act , the Governor of Haryana is pleased to 
direct that action under section 17 shall be taken in this case on the grounds of urgency and provisions 
of section 5 (A ) will not apply in regard to this acquisition . 


SPECIFICATION 


District 


Tehsil 


Locality 


Area 


Khasra Nos . or other description 

of the area 


Tower No. 


K. M. 


Hissar 


Hissar 


Sarsod 


0 ...3 


16/20/1 


387 


Do 


Do 


Khedar 


0 


3 


292/19/1 


388 


..... 


No. 49-3 -PWII-67/ 284 .-- Whereas it appears to the Governor of Haryana that land is likely to be 
ſeguired to be taken by. Government at the public expenses, for a public purpose, namely, for the construction 
of 220 k.v. Tower Line Sangrur to Hissar, for the Punjab State Electricity Board , it is hereby notified that the 
land in the locality described below is likely to be required for the above purpose . 

This notification is made under the provisions of section 4 of the Land Acquisition Act, 1894 , 
to all whom it may concern . 

In exercise of the powers conferred by the aforesaid . section , the Governor of Haryana is pleased 
to authorise the officers of the Punjab State Electricity Board for the time being engaged in the undertaking, 
with their servants and workmen to enter upon and survey any land in the locality and do all other acts required 
or permitted by that section . 

Further in exercise of the powers under the said Act, the Governor of Haryana is pleased to direct 
that action under section 17 sball be taken in this case on the grounds of urgency and provisions of section 
5 ( A ) will not apply in regard to this acquisition .: 

SPECIFICATION 


District 


Tehsil 


Locality 


: Area 


Tower No. 


Khasra Nos , or other 

description of the 
area 


KM 


Hissar 


Hissar 


Sarsod 


07 


69/18/1 


396 ; 397 


71/15/1 


